Office Hours 


11 to 12 A.M. 
4to 5 P.M. 


And by appointment 


*Phone 4250 Main 


EuizA M. MosHer, M. D. 
TEMPLE BAR BUILDING 


44 COURT STREET 


SUITE 506 
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Mary J MbcGleery, Ob, D, 
148 West stth Street 
Office Hours Wew York 
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